This is an archival directory only.

Subdirectories contain three versions of the
C++ bidi reference code from 2001, 2005, and 2009.
This is here for historical interest only.

WARNING: This code is known to be non-conformant to
UAX #9 as of version 6.0.0, October 2010. It was last
updated for Unicode 5.2.0 in August 2009.

